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Scheduled Maintenance 



Z 2000 coffee unit and grinder unit 




Scheduled Maintenance 



Z 2000 coffee unit and grinder unit 



' Frequency 


Operations required 


Time 
required 


Spare Pa^^^^^| 








replace the lower filter and the 
upper filter 

Replace seals 

Clean coffee doser unit 


> 


>- 

7 minutes 






4 


Filter Coffee code N° 098687 
Silicon gasket code N° 093167 



Scheduled Maintenance 



Z 2000 coffee unit and grinder unit 



Operations required 



Time 
required 




replace grinder blades 

I clean grinder motor to remove 
I dust from brush wear 

replace the lower filter and the 
upper filter 

replace seals 

I clean and overhaul coffee 
doser unit 

I completely disassemble coffee 
unit, general cleaning 

Lubricate (silicon grease) 
internal moving elements: 

■ springs, dose removal rods, 

I gaskets ecc 

Clean and if necessary descale 
I the drip hole 



} 




40 minutes 



coffee filter code 098687 
silicone gasket code 093167 



Scheduled Maintenance 



Colibri Mixer units 




Operations required 



Time 
required 




Disassemble completely the 
mixers, clean and wash them 
using sanitising products, 
especially the powder removal 
areas, disassemble completely 
the wheel and check the state of 
the seal 

Alternatively remove the mixer 
unit completely and substitute it 
with the hygiene kit for Colibri. By 
using hygiene kit those operations 
can be done at the workshop 



20 minutes 



2 minutes 



Hygiene kit for Colibri 
code 957927 
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Brio Mixer units 




hygiene kit tliose operations can be 
done at tlie worksliop 



Hygiene kit for Brio code 
955995 



